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bone marrow transplantation 
development of GVHD 696(E), 742, 785(L), 910 
refractoriness 192(E), 234, 249, 644, 661/887, 798, 961(L) 
HIV, see human immunodeficiency virus 
HLA-matched platelets, risk of GVHD from 
HPA blood group system 
Hodgkin’s disease, use of GM-CSF in . 
Homologous restriction factor 


542(E), 544 


791(E), 874 
.. 422, 791(E) 


791(E), 936 
791(E), 814 
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HTLV-I-associated myelopathy/tropical 
spastic paraparesis (HAM/TSP) 
HTLV-I, see human T-lymphotropic virus type I 
HTLV-II, see human T-lymphotropic virus type II 
Human immunodeficiency virus (HIV) 
activation of latent by WBCs 
anemia due to and use of EPO in 
antibody in EIAs and donor counseling, deferral, 
and reentry 
cost per quality-adjusted year of live saved by assay for 
detection after virus inactivation in factor concentrates 
DNA detection in 
frozen/thawed buffy coats 
seronegative exposed hemophiliacs 
efforts to decrease risk of in transfusion 
heterosexual transmission of 
-infected persons as autologous donors 101(E) 
infection, transfusion, and disease outcome in .. LOM(E), 111 
infectivity of solvent/detergent FVIII for 
prevalence in hemophiliacs 
transfusion-associated 
survival of persons with in Italy 
trends in 1983-1991 
window period of seronegativity in 
Human T-lymphotropic virus type I (HTLV-I) 
confirmation and differentiation with HTLV-II 
counseling of persons with 4(E), 14, 106, 585, 694(L), 925 
latent infection in seronegative at-risk persons 
transmission 
in sexual contacts and family members 
prevention of by WBC reduction 626(E) 
transfusion 4(E), 14, 208, 582 
Human T-lymphotropic virus type II] (HTLV-II) 
confirmation and differentiation with HTLV-I 
counseling of persons with 
latent infection in seronegative at-risk persons 
transmission 
in sexual contacts and family members 
prevention of by WBC reduction .... 626(E) 
transfusion ... 4E), 14, 694(L) 
Hydrocortisone in RBC reagents 


Idiopathic thrombocytopenic purpura, staphylococcal protein A 


column therapy in 
IgG3, role in platelet refractoriness 
IgA deficiency, detection of 
Immune deficiency, use of GM-CSF in 
Immune globulin 
quantitation of on RBCs in patients with autoantibody 
removal by staphylococcal protein A 192(E), 234, 961(L) 
Immune modulation 
and 
bacterial translocation after transfusion 
transfusion in (of) 


192(E), 234, 961(L) 
196(E), 234, 961(L) 


CMV infection in liver transplantation .. 
colorectal cancer recurrence 
HLA-matched platelets 
degree of and development of GVHD 696(E), 742, 785(L) 
due to steroids and development of GVHD ... 696(E), 785(L), 910 
in blood donors and cancer patients after blood donation......... 368 
in hemophiliacs receiving factor concentrates 422, 791(E) 
prevention of 
by WBC reduction 626(E) 
in infants 
theory in staphylococcal protein A column.... 192(E), 234, 961(L) 
Immune response, in transfusion reactions 
Immune tolerance 


... 698(E), 754 
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Immunization, prevention of by RBC exchange ...........s:ssssessesesseeee 530 
Immunogenicity 
Immunoglobulin class and subclass of autoantibodies 
Indonesians, platelet antigen frequency in ..............scsccecesseseseeeseeees 739 
Infection 
after transfusion due to increased bacterial translocation 
in blood donors and cancer patients after blood donation 
use of GM-CSF in 
WBC-associated, prevention of in infants ...........:::sccseseseeeseeeee 352 
Inflammatory disease, use of EPO in 
Informed choice or consent 
Infusion devices, RBC 
Inhibitors 
of complement-mediated lysis 281(E), 294, 852 
to factor concentrates 422, 791(E) 
Institute of Medicine investigation of management of the blood 
supply in the AIDS epedemic ... 888(E) 
Interferon 
Interleukin-1 
Interleukin-2 
Interleukin-6 .... 
Interleukin-8 
International Society of Blood Transfusion Platelet Serology 
Workshop 
Intraoperative salvage of RBCs in 
cesarean section patients 181(L) 
knee and hip surgery .- 391, 662(L) 
OT ah saan acs sncaaese sas anes ns sachcsinc Macsnsscucice aiaadasaccabein 139 
US in 1990 
Intravenous drug users, detection of HTLV-I/II DNA in 
Inventory management of irradiated and frozen rare RBC units.... 389 
Investigation of management of blood supply 
in AIDS epedemic 888(E) 
Irradiation 
MRA TREN ane canines nnsnnscccsstsesssssormecnatianacca 389 
effect on mixed lymphocyte reaction 
effect on TGF-B in sterilized bone 
effect on T-lymphocyte function 
failure to prevent 


.. 1(E), 19, 195, 962(L) 


HTLV-I transmission 
of blood from family members 
of HLA-matched blood components ... 
prevention of GHVD 
UVB, effect on platelets 
verification of 
Irradiator, standardization of 
Iron deficiency, diagnosis of after transfusion 
Iron replacement 
and use of EPO 
in autologous donations by cardiac surgery patients ... 
in donors of RBCs collected by apheresis 
Italian persons with transfusion-associated AIDS, survival of 


J 


Japanese ancestry and risk of GVHD 


K 


90(L), 186(E), 217, 284, 484, 515, 
639, 725, 884(L) 

186(E), 217, 284, 515, 639, 725 
520, 533(L) 


696(E), 742 


Kell blood group system 


Kidd blood group system 
Klebsiella pneumonia 
Knee 
arthroplasty, use of RBCs collected from drainage 622(L) 
total replacement surgery 
cost of autologous blood use in 
use of RBCs salvaged after 


542(E), 544 
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Laboratory proficiency in detection and identification of platelet 
antigens and antibodies 
Lactate dehydrogenase 
Liability and release of information about donors 
Latex agglutination assay for platelet compatibility 
Leukapheresis, large-volume 
Lewis blood group system w. 37, 284, 515, 639, 884(L) 
Lipid peroxidation in RBCs after methylene blue treatment ............. 30 
Lipopolysaccharide in aaHb 
Literature search, importance of in meta-analysis 698(E) 
Liver transplantation, transfusion, and CMV infection 
Lookback, HTLV-I/II 4(E), 14, 582 
Lung disease, end-stage, blood donation by patients with ............. 336 
Lutheran blood group system 
Lymphocyte 
CouNt after DIOOd doMation ........s.ssssecsssesssssesssssseseeseseessseeseseeneesess 368 
mechanism of removal by WBC-reduction filters 
stimulation in pools of platelet concentrates ............sssssceeeeeeees 374 
Lymphokine-activated killer cells, cryopreservation of .. ves, ODE 
Lyophilized storage Of RBCS ..........s:ssssssssssssssssssssssssssscsesssssesseseensees 322 


M 


Macrophage-colony-stimulating factor 
Magnetic resonance imaging in hemophilia 791(E) 
Maintenance of automated blood grouping systems .............0.0000 384 
Major histocompatibility complex antigens, soluble or 
particulate in plasma and role in platelet refractoriness 
Manufacture of sterile blood bags 
Media portrayal of safety of blood supply .. 
Medical interventions, cost of 


Membrane inhibitor of reactive lysis, see CD59 
Meta-analysis 

Metabolism of aaHb.. 

Methylene blue 

Microwave dissociation of antigens 

Mixed lymphocyte response, as model to predict GVHD 


698(E), 754 


deta 30 


MNS blood group system 119, 186(E), 217, 284, 476, 515, 
639, 725, 751 
Molecular biology and RBC antigen nomenclature 182(L) 
Monoclonal blood grouping reagents 
anti-A, B(A) phenomenon, and subgroups of A 
anti-B and detection of acquired B phenotype 


Mono-(2-ethylhexyl)-phthalate 
Monocyte 
cytokines and transfusion reactions 
interaction in filtration WBC reduction 
monolayer assay, predicting HDN 
Mononuclear cells 
collection of by large-volume leukapheresis ...............:sssesseeees 316 
phenotype changes due to cryopreservation 
Myelodysplastic syndrome, use of growth factors in 


Nageotte hemocytometer 
National Hemophilia Foundation, meeting abstracts 
National Marrow Donor Program (NMDP) 
Natural killer cell activity after 
ROR MRI oss coccoccsessusscscnssssncoconcriesenasepsasabesnstactesesssseoks 368 
cryopreservation 
NB, neutrophil antigen system 158, 399, 656 
Neonatal alloimmune thrombocytopenia, frequency in Asians 155 
Neonatal patients 
antibody formation and screening in 


128, 272(L), 409 
791(E), 874 
103(E), 172, 567 
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audit criteria for transfusion in 

effect of DEHP leached from PVC catheters 

HTLV-I transmission in 

potassium level in RBCs transfused to 

RBC infusion devices, use in 

use Of RBCs up to day 14 in we eseesesessescsestensnessseceseensaseeeeees 379 

WBC-reduced COMPONENES iM ..........ceseeesesesseseceeesesseneaeetsneneneaeees 352 
Neutropenia 

prolonged in BMT due to anti-NB1 

use of GM-CSF in 
Neutrophil 

antibody after BMT 

antigens NB! and NB2 : 
Nigeria, transfusion practice it ..........scscssesessseseseseeesesesesssssesssesseseeeee SOO 
Nomenclature 

human gene 

platelet antigen ...... Fuse sbaticsahns Spapseabiaseati 

RBC antigen and molecular biology 
Non-A,non-B hepatitis 

PS BR ti sass naicsisecasecscsnsstcssss dencsesstaccesscassisseduasaasbssesaibssanses 634 

infectivity of solvent/detergent FVIII for 
Nucleic acid stains, use in WBC counting 


O 


Outdate rate for blood components, 1990 


P blood group system 
Papain 
substitution of C. gigantea for 
-treated RBCs as antibody screening test... 
PBSCs, see peripheral blood stem cells 
Paroxysmal nocturnal hemoglobinuria (PNH) 
Parvovirus B19, solvent/detergent treatment and 
transmission of 
Paternity 
computation of in cases lacking a mother 
testing with RFLPs 
VNTR polymorphisms in .. 
Patients’ 
informed consent of 
rights in BMT 
PCR, see polymerase chain reaction 
Pediatric transfusion practice 
RUUAETAINID OE: cece pcass pcossasckseeacesacatascfassundsc ui cdascicsavavsssdaseianccebaaeeatees 168 
use of 
DMSO in PBSC preservation and toxicity of 


145, 422, 791(E), 814 


RBC infusion device 
WBC-reduced COMPONENES iN ........ssssseseeessesesesteessseseetesesees 352 
Peripheral blood stem cells (PBSCs) 
collection of by ahperesis ...........ccscsessseeeseseeeeeesees 316, 894, 788(E) 
preservation of by DMSO and toxicity in children 
transplantation, use of GM-CSF in 
Phagocytosis, in sterility of blood components 189(E), 221, 802 
Pharmaceutical approach to component preparation 435, 439/539 
Phosphate, role in platelet storage Media «0.0... cesececeseseeeseeeseeeeee 304 
Photoinactivation of viruses with methylene blue «uu... 30 
Physician education and decline in use of blood components ....... 341 
Plasma 
apheresis collection of 
bacterialcidal effect of 
collection and use in US in 1989 0... eesesssesesesesssseseseseenenenees 139 
collection and use in US in 1990.... 
color change in fluorescent light 
effect on bacterial translocation 
exchange 
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factors in and growth of Y. enterocolitica in RBCs 
removal and reduction of platelet refractoriness 
yield and fibrin glue preparation 

Plasminogen concentration in fibrin glue 

Plasmodium falciparum, RBC binding site ... 

Plasticizer 
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membrane changes 
detection of bacterial contamination in 
effect of 
artificial storage media on 
solvent/detergent treatment on 


25/275, 311, 766, 930 
228, 450, 902 


effect on RBC antigen stability and coagulation factors 
leaching from PVC catheters in newborns 


Platelet(s) 


activation 
during preparation and storage 25/275, 311, 766, 930 
markers, CD62 25/275, 930 
role in loss of platelets after WBC-reduction filtration 930 
role of complement in 150, 281(E) 
adhesion 
aggregation 
after storage in 6- tO 8-UMIt POOL ........ ee eseseseeesesescecscseneeesees 374 
process of 
response when tested at 25 versus 37°C 
antibody, removal by staphylococcal protein A 
column therapy 192(E), 234, 961(L) 
antigen 
frequency in 
Chinese in Taiwan 
Indonesians 
nomenclature 
apheresis 
activation of 25/275, 311, 766, 930 
bacterial contamination in .. 228, 902 
collection of 788(E), 819 
comparison of collection by 2 systems........... 359(L), 393, 835 
donor recruitment of 675, 788(E) 
febrile reactions to 
HLA-matched and risk of GVHD 
metabolic and functional changes during storage............... 311 
number collected and transfused in 1990 
storage time and clinial efficacy 
audit criteria in pediatric transfusion 
bacterial 
contamination after storage in 6- to 8-unit pool ...............+. 374 
contamination, incidence of 228, 450, 902 
growth in after WBC removal 520, 713 
biochemistry 
collection and use in US in 1989 
collection and use in US in 1990 
compatibility testing 
complement-dependent ligand-receptor interaction and 
concentrate 
activation in 25/275, 150, 311, 766, 930 
appearance, effect of fluorescent lighting 181(L)/446 
number collected and transfused 1990 
preparation 
activation during 25/275 
effect of solvent/detergent treatment on ... 
prestorage WBC removal 
WBC-reduced, WBCs in 
preservation and storage 
activation during 
after 
WBC removal 
UVB irradiation 
color of plasma in flourescent light .. 
complement activation in 
febrile transfusion reactions after 
in 


181(L)/446 
150, 281(E) 
195, 794, 962(L) 


artificial media 

6- to 8-unit pools 

solvent/detergent-treated plasma 
light transmission in 


279(E), 301, 304, 730 


UVB irradiation on 

WBC-reduction filters on 128, 730 

WEBCs on platelet storage lesion ............s:sscessssessesseseesesesees 311 
GI So asc cca ceca nasa entice psadecadsacaabahecacaea 311 
febrile transfusion reactions and 195, 962(L), 794 
function 

after UVB irradiation 


Interleukin-6 levels in 
interaction with granulocytes in filtration WBC reduction 
metabolism 
after UVB irradiation 
general 25/275, 311, 766, 930 
in artificial storage media 279(E), 301, 304, 730 
morphology 
after storage in 6- to 8- UMIt POOL... eeesesecesecesececeeeeeeeeeee 374 
general 
pH in artificial storage media 
physiology 
recovery in BMT after GM-CSF 
refractoriness 
corrected count increment in evaluation of ... 358(L), 661/887 
prevention of by 
ABO compatibility 
compatibility testing .. 
plasma removal 
staphylococcal protein A column 
UVB irradiation 
WBC reduction 
serology workshop results 
storage 
activation during 
after UVB irradiation 
and 
bacterial contamination 228, 374, 450, 520, 713, 902 
clinical efficacy of 661/887 
levels of cytokines in 195, 794, 962(L) 
HTLV transmission 4(E), 14, 694(L) 


artificial storage media 
pools of 6 to 8 concentrates 
solvent/detergent-treated plasma 
lesion 25/275, 311, 661, 766, 887 
under fluorescent lights .. 
TNF-a levels in 


yield after collection by 2 apheresis systems....... 359(L), 393, 835 
PNH, see paroxysmal nocturnal hemoglobinuria 
Polybrene, see hexadimethrine bromide 
Polyethylene glycol 
Polymerase chain reaction (PCR) assay 
of cryopreserved buffy coats 
use in HCV variant identification 
Polymorphonuclear priming lipid and TRALI 
Polyvinylchloride (PVC) catheters, leaching of DEHP from 
Potassium level in RBCs 
after irradiation ANd StOrage ..........s.secessscecesesssessssesessesssssesesseseess 389 
and transfusion to neonatal patient .............sssessseeeneeesees 379, 606 
Predictivity 693(L), 940 
Prednisone administration and risk of GVHD 696(E), 785(L) 
Pregnancy, antibody formation during 
Prematurity, anemia of, use of EPO in 
Pretransfusion tests, enzyme-treated RBCs in 
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WEEDS WA MAMUNOWD ieceses ss pe cescvsssccsesecstuladeadsosesssatssetvecsedonsshoas 435, 439/539 
Production of aaHb 

1,2-propanediol, in mononuclear cell cryopreservation ... 
Proprionibacterium sp 

Prostaglandin E, 

Prostatectomy, radical, efficacy of autologous blood in 

Protectin, see CD59 

Pulication bias, importance in meta-analysis 

Pumps, see infusion devices 

PVC, see polyvinylchloride 


Q 


Quality-adjusted year of life saved, cost of 
Quality assurance 
Quality control of 
components before transfusion for bacteria 228, 450, 902 
FDA-liscensed devices 182(L) 
irradiators and irradiation dose... ... 125, 447(E), 524, 898 
marrow in BMT 
pediatric transfusion practices .... 
WBC-reduction filters 
Questionnaire 
AABB Institutional Membership, 1991 
donor screening for Chagas’ disease 
Quinine-induced drug-dependent platelet antibodies 


542(E), 544 
435, 439/539 


Racial groups, BMT in 
Radiation dose to prevent GVHD 
Radiologic dye and hemolytic anemia 
RBCs, see red cells 
Reactions 
during apheresis 
in cardiac surgery patients in autologous blood donation 
use of GM-CSF and 
Readability formulae 
Reagents 
hydrocortisone in 
monoclonal 


sap from C. gigantea as proteolytic enzyme 
Recipient 
cells, repositories of 
counseling and HTLV 4(E), 14, 106, 585, 694(L), 925 
Recombinant immunoblot assay (RIBA), HCV pattern ......... 634, 809 
Record-keeping requirements for anti-HIV-positive donors..... 693(L) 
Recruitment of donors 333, 671, 675, 788(E), 819 
Red cells (RBCs) 
additive solution effect on WBC reduction 
age and reaction to 
antigen stability 
after microwave dissociation 
effect of plasticizers on 
aplasia after BMT and response to EPO 
ATP level in after methylene blue treatment .. 
audit criteria in pediatric transfusions 
binding site for P. falciparum 
-bound IgG, quantitation of 
chicken, standard for flow cytometry 
collection 
by apheresis 
in US in 1989 
in US in 1990 
complement-regulatory proteins and 
composition and effect on WBC reduction 


281(E), 294, 852 
42, 134, 730 
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2,3 DPG after methylene blue treatment .............cseseseseeeeeeeeees 30 
deformability after lyophilization and rehydration 22 
effect on bacterial translocation after transfusion of .... 
exchange to prevent Rh immunization 
freezing after irradiation ...........sscssssessssssssssscsssesescseseseensssseseeees 389 
incompatibility, mechanisms in 1(E), 19, 195, 794, 962(L) 
infusion devices and hemolysis of ... 
NSCOR EN AURONN OE 5 ceca ies cu scaciscnsusestacdsdsssutsavnevevecncscsessisccsasesiaionedsenss 322 
membrane 
alteration after 
lyophilized storage and rehydration ..........ssssecssssssseeees 322 
methylene blue treatment 
microwave radiation 
defects of in PNH 
inhibitor of reactive lysis, see CD59 
sialoglycoprotein antigenicity and immunogenicity ... 476, 725 
vesiculation due to complement 281(E), 294, 852 
metabolism after lyophilization and rehydration 
methylene blue treatment of 
number collected and transfused 1990 
osmotic fragility 
phenotyping after microwave radiation . 
phototreatment of 
potassium level in and use in neonatal patients 
preoperative deposit of in orthopedic surgery 
preservation by lyophilization 
recovery of after 
irradiation and frozen storage 
WBC reduction by filtration 
salvaged from orthopedic surgery drainage .591, 622(L) 
sensitization of after methylene blue treatment ............sssseseesseees 30 
storage 
after 
lyophilization and rehydration ...........sscsesesseseseseseeeeeeees 322 
methylene blue treatment 
thawing 
and 
HTLV transmission 
membrane-associated complement 
inhibitors 
bacterial contamination in.. 
by lyophilization 
frozen, after irradiation 
survival 
after irradiation and frozen storage 
after thawing and storage in additive solution 
effect of membrane-associated complement 
inhibitors on 
of salvaged from drainage after surgery 
transfusion, immunologic mechanisms 
in reactions 
use in (of) 
after establishment of guidelines for 
collected from drainage after orthopedic surgery ..591, 622(L) 
neonatal patients 379, 582, 606 
orthopedic surgery 55, 542(E), 544 
pediatric patients 
US in 1989 
US in 1990 
virus inactivation in 
washed and 
growth of Y. enterocolitica in 
irradiated in prevention of HTLV-I transmission 
prevention of cancer recurrence 
WBC-reduced 
growth of Y. enterocolitica in 
rate of reaction to 
residual WBCs in 
Refractoriness to platelet transfusion 
corrected count increment in evaluation of .......... 358(L), 661/887 


709/887 


281(E), 294, 852 
591, 622(L) 


1(E), 19, 195, 794, 962(L) 
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prevention of by 
ABO compatibility 
compatibility testing .. 
plasma removal 
staphylococcal protein A column .. 
UVB irradiation 
WBC reduction 
role of 
antigen-presenting cells in 1(E), 14, 249 
soluble or particulate major histocompatibility antigens .... 798 
Registry, bone marrow donor 103(E), 172, 567, 675 
Regulation in/with 
VRIES CORI dos ceases cobb is Sacncadahn naan etaecnacons 435, 439/539 
implementation of improved EIAs for anti-HIV 
tissue banks 
Renal excretion of aaHb 
Renal insufficiency, anemia of, use of EPO in 
Repositories of donor and recipient cells 
Research protocols, hemophilia, handling of 
Research study design, role of statistics in 
Responsible head, in blood component preparation ........ 435, 439/539 
Restriction fragment length polymorphism (RFLP), use in 
HCV variant identification 
paternity testing 
RFLP, see restriction fragment length polymorphism 
Rh blood group system 186(E), 217, 284, 348, 384, 484, 515, 
530, 535(L), 639, 725, 784(L), 884(L), 960(L) 
530, 784(L) 


.. 192(E), 234, 961(L) 


626(E), 665, 798 


Rh immune globulin 
RIBA, recombinant immunoblot assay 
RIPA, radioimmunoprecipitation assay 
Rights, of patients and donors in BMT 
Risk 
explanation of in informed consent 
factors for development of GVHD 
of transmission of 


540(E), 558, 884(L) 
696(E), 742, 785(L), 910 


552, 888(E), 890 
4(E), 14, 106, 208, 582, 585, 694(L) 


Safety of 


blood supply 
Salmonella enteritidis 
Selection bias 
Sensitivity 
Sensitivity analysis 
Separation factor and collection of PBSCs 
Septic shock, plasma exchange in treatment of 
Septicemia 
role of transfusion in bacterial translocation and 
transfusion-transmitted 189(E), 221, 802, 902 
Serratia marcescens 189(E), 221, 802 
Sex-determining region Y gene in diagnosis of GVHD 
Sexual partners 
heterosexual, numbers of and risk of HIV in 
risk of HTLV-II in 
Sickle cell disease, use of EPO in 
Significance, statistical versus clinical 
Social science theories and blood donation 
Solvent/detergent 
factor concentrate and virus transmission ... 422, 791(E), 814, 936 
treatment for virus inactivation 145, 422, 838 
Specificity 
Standard operating procedures ... 
Standards 
AABB 
435, 439/539 
186(E) 
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prepublication of 
3-day interval for RBC compatibility testing 
marrow transplantation 
Staphylococcal protein A column 
Staphylococcus aureus 
Staphylococcus epidermidis 
Statistics 
importance of in research study design 
meta-analysis 
Sterility of blood components 
Sterilization of human bone, effect on TGF-B 
Surgical anemia, use of EPO in 
Surveillance to detect bacteria in platelets 
Survival in transfused/untransfused AIDS patients 
Suspending medium of reagent RBCs 


T 


186(E), 217 
103(E), 172 
192(E), 234, 961(L) 
520, 802, 902 

228, 450, 520, 802, 902 


T cells 
depletion of by counterflow centrifugal elutriation................... 316 
function after blood donation 
viable number transfused and GVHD risk 
Talc crystals, interferance in WBC counting 
Technology and transfusion practice 
TGF-B, see transforming growth factor 
Thromboxane B, levels in apheresis platelets ..............sssssesesseesneees 311 
Tissue banking, bone 543(E), 610, 679 
Tissue culture medium for collection of bone marrow 
Tissue preservation and transplantation 
T-lymphocyte function after gamma radiation 
TNFa, see tumor necrosis factor 
Toxicity of 


DMSO in children after PBSCs preservation 
plasticizers in blood containers 
TRALI, see transfusion-related acute lung injury 
Transferrin saturation 883(L) 
Transforming growth factor B (TGF-B) 1(E), 679 
Transfusion 
and 
bacterial translocation 
diagnosis of iron deficiency after 
immune modulation in (of) 
AIDS patients 
CMV infection after liver transplant 
colorectal cancer recurrence 
patients receiving HLA-matched platelets 
audit guidelines in pediatric transfusion 
complications 
bacterial contamination 189(E), 221, 228, 374, 450, 
520, 533(L), 534(L), 802, 902 
DECOR ihe oasccsanccsnceonasniniemrenmenennns 379, 389, 606 
refractoriness 192(E), 234, 249, 626(E), 644, 665, 
661/887, 798, 961(L) 
S. marcescens septicemia 189(E), 221, 802 
SUM CER OTIS: RINE CNS ss ckosnscnsasscneseansoinictosestonene 435, 439/539 
practice 
adequate radiation to prevent GVHD 
and technology 
assessing infusion devices 
assessing cost-effectiveness of 542(E), 544, 626(E), 665 
crossover of autologous blood in US in 1989 ...........sees00 139 
cultural norms 90(L), 276(E), 330, 333 
education and reduction of use of blood components ....... 341 
effect of on bacterial translocation 
in 
AIDS patients 
BMT patients 
developing countries .... 
HIV-infected patients 


101(E), 111 

. 70, 158, 418, 661/887, 665, 944 
pele ccsenapiatas 90(L), 276(E), 330 
101(E), 111 
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neonatal patients 90(L), 168, 352, 379, 582, 598, 
606, 842, 944 

Nigeria 276(E), 330 

patients with autoantibodies ... 

pediatric patients 

PNH patients 

pregnancy 


refractory patients 


168, 352, 578, 842, 944 


181(L), 186(E), 217, 960(L) 
192(E), 234, 249, 626(E), 665, 
644, 661/887, 798, 961(L) 
US in 1989 
US in 1990 
individualized care in 
informed consent and 
intraoperative and drainage blood 
potassium levels in RBCs in 379, 389, 606 
predicting outcome of platelet transfusion 644, 661/887 
preoperative donation by end-stage disease patients.......... 336 
release of donors’ medical/personal information 
toxicity of DMSO in children 
use of 
autologous blood in 5$42(E), 544, 591, 622(L), 721 
corrected count increMeNt iN ..........ssseceeee 358(L), 661/887 
FFP prepared without cryoprecipitate versus FFP 
growth factors in 
infusion devices 
national standards criteria at local level ............ssssssss0e 341 
plasma-containing components and TRALI 
PVC catheters in exchange transfusion in newboms ... 598 
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